Warranty 

The Brunton Company warrants this product to be free of defects in 
workmanship and materials for the lifetime of the original owner. This 
limited warranty covers the body focus mechanism, and optical systems 
including lenses and prisms and is non-transferrable. If any such defects 
are discovered, your monocular will be repaired or replaced at the option of 
The Brunton Company. 

This warranty becomes effective upon receipt of the completed warranty 
registration. This should be mailed to The Brunton Company within 30 
days of purchase. This warranty does not cover damage caused by 
accident misuse, abuse or tampering. A charge will be assessed to repair 
such damage. 

If service should become necessary, contact Customer Service at 1-800- 
443-4871 for a Return Authorization Number, pack the monoculars in a 
sturdy container to prevent damage and ship prepaid with insurance to 
cover loss in transit. Include J/.50 for shipping and handling and return 
the monocular to: Brunton Attn: Warranty Repair 620 E. Monroe 
Riverton, WY 82501. 
Limits of Liability 

The Brunton Company assumes no responsibility for any inconvenience, 
loss, or injury, direct or consequential damage arising from possession or 
use of the goods. This warranty gives you specific legal rights. You may 
have other legal rights which may vary from state to state. Check with 
your local state about your rights. 




Congratulations on your purchase of a Brunton Eterna"' monocular. You now 
own the best value in optical quality and benefits available today. We 
guarantee you will enjoy the unique blend of technology and reliability that 
we built into this fine binocular. Thank you, enjoy and don't hesitate to 
contact us if you ever need any assistance with your binocular. 

Focusing Your Monocular 

1. If you are wearing eyeglasses, push the extended eyecup down 
toward the body until it stays in the lower position. If you do not wear 
glasses, leave the eyecup in its fully extended position. 

2. Grip the monocular in either hand and utilize the indentations 
molded into the body to accommodate your fingers and thumb- This will 
allow for a more secure viewing platform and help reduce movement 

3. While viewing a distant object, rotate the eyepiece with the 
opposite hand until the image is clear and crisp. 

Care and Cleaning 

Optics must be clean if they are to perform at their full potential. Dirty 
lenses will directly affect the light gathering abilities of your new binocular. 
Fingerprints and dirt bend light waves away from the objective lens. So, 
instead of viewing an object with sharp, clear and vivid colors, you view an 
image with dramatically reduced contrast. Here are some tips to make sure 
your new monocular will perform to its full capability. 

1. Check the lenses after each use. Dust and dirt can 



accumulate very quickly in any environment 

2. To clean, use a lens/optics cleaning kit or biush gently with 
a camel hair brush. If you must use a cloth for fingerprints, be sure to rub 
gently. Household glass cleaner is never recommended for cleaning lenses. 
These can damage the coating on the lens. Most of the time, the moisture 
in your breath will be enough to remove the most stubborn dirt. 

3. Clean the lens using a gentle circular motion. To test your 
binocular once you have cleaned it, slowly breath across each lens. If the 
moisture evaporates quickly the lens is clean. If one area of the lens holds 
the moisture longer, then reclean this area. 

4. Always store your monocular with the dust covers in place 
and preferably in its case. 

5. Any internal cleaning must be done at a qualified repair 
station. Never try to clean the internal parts of your monocular. 
Monoculars are a precision optical instrument and should only be worked 
on by trained technicians using proper equipment. 

6. Your monocubr is waterproof and is filled with nitrogen to 
prevent internal fogging. Your tternas are designed to withstand rain, 
snow and a brief submersion in water. A light rinsing in fresh water and 
thoroughly drying with a lint free cloth should not damage the waterproof 
characteristics. If internal moisture is noticed your monocular must be 
returned to Brunton for evaluation and repair. 
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Warranty 

The Brunton Company warrants this product to be free of defects in 
workmanship and materials for the lifetime of the original owner. This 
limited warranty covers the body, focus mechanism, and optical systems 
including tenses and prisms and is non-transferrable. If any such defects 
are discovered, your monocular will be repaired or replaced at the option of 
The Brunton Company. 

This warranty becomes effective upon receipt of the completed warranty 
registration- This should be mailed to The Brunton Company within 30 
days of purchase. This warranty does not cover damage caused by 
accident, misuse, abuse or tampering. A charge will be assessed to repair 
such damage. 

If service should become necessary, contact Customer Service at 1-800- 
443-4871 for a Return Authorization Number, pack the monoculars in a 
sturdy container to prevent damage and ship prepaid with insurance to 
cover loss in transit. Include $7.50 for shipping and handling and return 
the monocular to: Brunton Attn: Warranty Repair 620 E. Monroe 
Riverton, WY 82501. 

Limits of Liability 

The Brunton Company assumes no responsibility for any inconvenience, 
loss, or injury, direct or consequential damage arising from possession or 
use of the goods. This warranty gives you specific legal rights. You may 
have other legal rights which may vary from state to state. Check with 
your local state about your rights. 



